Brief comment text:

I wish to express my opposition to the proposal from NextNav to reshape the 900 MHz band.  I have been involved with community emergency communications for the past 15+ years.   The development of the Meshtastic open source decentralized communication platform has been critical to assisting small communities with emergency communication.  Any interference with the 900 MHz band and the use of systems like Meshtastic during an emergency could have dire consequences by costing peoples lives.  Please maintain the use the 900 MHz band for our use with Meshtastic.  Thank you.
